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This posting contains raw data used for extracting features of the phase diagram and quantum 
criticality versus magnetic field B, temperature T and Rh-doping x that will soon appear in Phys- 
ical Review Letters, 2004. All of the raw resistivity data is shown while only a selection of the 
magnetization data is shown for which a sample-out background subtraction was made. 
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FIG. 1: Resistivity data for x = 2, 2.5, 3 and 4 % obtained 
on sweeping the hybrid magnetic field up (except where in- 
dicated) at constant temperature. The temperature was sta- 
bilized using a capacitance thermometer. For a; = 2, 2.5 and 
3 %, T = 0.3, 1.5, 1.6, 2.2, 3, 3 (down sweep), 4, 5.7, 6.8, 
8, 8.7, 10, 12.5, 15, 16.5, 20.8, 29 and 35.5 K. For a; = 4 %, 
T = 0.3, 1.5. 2.2, 3, 4, 5.7 (down sweep), 6.8, 8, 8.7, 10, 
12.5, 16.5, 20.8, 24, 33.5 and 35.5 K. In the case of x = 2 and 
a; = 4 %, the resistivity has been precisely calibrated. In the 
case of a; = 2.5 and a; = 3 %, the data is renormalized. 



FIG. 2: Resistivity data for a; = 2 % measured at constant 
magnetic field in the hybrid magnet in Tallahassee, Florida. 
Field values are indicated. 



FIG. 3: Resistivity data for x = 2.5 % measured at constant 
magnetic field in the hybrid magnet. Field values are indi- 
cated. 



FIG. 4: Resistivity data for a; = 3 % measured at constant 
magnetic field in the hybrid magnet. Field values are indi- 
cated. 



FIG. 5: Resistivity data for a; = 4 % measured at constant 
magnetic field in the hybrid magnet. Field values are indi- 
cated. 



FIG. 6: Magnetization data (arbitrary units) for a; = 2 % mea- 
sured in the 50 T mid-pulse magnet at Los Alamos National 
Laboratory. An extraction magnetometer was used which en- 
ables recorded data without the sample present to be sub- 
tracted. Additional data without background subtraction, 
that was used to obtain some of the sharper phase transition 
features published in Physical Review Letters is not shown. 
Black, red, green, blue, cyan, magenta, yellow, dark yellow 
and navy blue curves correspond to T = 0.5, 4.4, 5.5, 6.5, 7, 
7.5, 10, 14 and 18 K respectively. 



FIG. 7: Magnetization data (arbitrary units) for x = 2.5 % 
measured in the 50 T mid-pulse magnet at Los Alamos Na- 
tional Laboratory. An extraction magnetometer w£is used 
which enables recorded data without the sample present to be 
subtracted. Additional data without background subtraction, 
that was used to obtain some of the sharper phase transition 
features published in Physical Review Letters is not shown. 
Black, red, green, blue, cyan and magenta curves correspond 
to T = 1.5, 6.25, 7, 10, 14 and 18 K respectively 



FIG. 8: Magnetization data (arbitrary units) for x = 3% mea- 
sured in the 50 T mid-pulse magnet at Los Alamos National 
Laboratory. An extraction magnetometer was used which en- 
ables recorded data without the sample present to be sub- 
tracted. Additional data without background subtraction, 
that was used to obtain some of the sharper phase transition 
features published in Physical Review Letters is not shown. 
Black, red, green, blue, cyan and magenta curves correspond 
to T = 0.5, 7.5, 8.5, 10, 14 and 18 K respectively. 



FIG. 9: Magnetization data (arbitrary units) for a: = 4 % mea- 
sured in the 50 T mid-pulse magnet at Los Alamos National 
Laboratory. An extraction magnetometer was used which en- 
ables recorded data without the sample present to be sub- 
tracted. Additional data without background subtraction, 
that was used to obtain some of the sharper phase transition 
features published in Physical Review Letters is not shown. 
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